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NEW Type PD-7 


Red arrow points to the 
interval-timing mechanism 


T* pays because their accuracy assures FULL 
REVENUE. 


The printing demand meter possesses inherent 
advantages over a curve-drawing recording device. 
Expansion and contraction of the paper chart, 
variations in ruled gradations, and shifting of the 
chart do not affect its accuracy. 


Even with its higher accuracy this meter is not 
complex and delicate. It is sturdily constructed of 
substantial parts. For routine inspection, the body 
is hinged so as to give a much-desired accessibility. 


TWO TYPES NOW AVAILABLE 
The Type PD-5, which requires a separate, 
external contact-making clock. 


The NEW Type PD.-7, which is similar to the 
PD-5 except that a separate contact-making 
clock is not required. An interval mechanism 
of the synchronous type, to establish the time 
interval but not show time of day, is enclosed 
in the meter. 


Since there is only one device to install instead of 
two, the PD-7 will save installation space as well 
as reduce your installation expense. 


Your G-E meter specialist can give you further 
information about both of these meters and will be 
glad to assist you in applying them. Get in touch 
with him. General Electric, Schenectady, N. Y. 
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Ethical Reinvigoration 
Task Faces Profession 


Speakers at A.I.E.E. convention in Toronto focus on opportunity and 
duty of engineers to contribute clarity and integrity toward world 
leadership in era of perversion and chaos 


Misuse of the products of engineering 
has created a world situation which 
demands measurement of those who 
aspire to be its leaders and measure- 
ment in any form is the province of the 
engineer, President R. W. Sorensen told 
the American Institute of Electrical 
Engineers convention in Toronto this 
week, 

“We should demand of them,” he 
said, “something more than brought the 
fiasco of Sovietism, the regimentation 
in the totalitarian states and the des- 
peration all about them. Every moral 
force should be implemented to shorten 
and reverse the current backward step 
in world ethics and spiritual values.” 


Part in Civic Affairs 


Engineering participation in civic 
affairs can prove that scientific civiliza- 
tion founded on fact and guided by 
Christian principles cannot be oblit- 
erated, Dr. Sorensen declared. He 
asserted that the truth and precision of 
engineering logic must be added to 
high motives if there is to be victory 
for the English-speaking philosophy of 
government. 

In welcoming the engineers to Can- 
ada, Chairman T. H. Hogg of the Hydro- 
Electric Power Commission of Ontario 
said they would have to spend “more 
time on the bridge and less in the 
engine room” if these states and do- 
minions are to emerge securely from 
the troubled seas. Evil men with gang- 
ster methods have perverted the tools 


of engineering, but they can be defeated 
by the wholehearted and enduring 
efforts of the democracies, and much 


‘of that task rests on engineers with 


specialized knowledge and training. 
“In our two countries there exists as 
never before a unity of purpose and 
effort directed to securing a successful 
conclusion to a vital struggle,” he said, 
and this seemed to typify the whole 
atmosphere of the convention. 


Needs of the Moment 


Moral reaffirmation and an enspirit- 
ing of the whole world, particularly the 
ability to disavow the objectives of 
wholesale propaganda, are the needs of 
the moment, said Dr. Comfort A. Adams 
in accepting the Lamme medal. Faith 
in physical laws and confidence in full 
facts along with sure-footed, construc- 
tive thinking can be the engineer’s 
contribution to solution of vital prob- 
lems of even worldwide scope. He said 
he was eager to see educational reform 
that would offer a defense against 
perversive propaganda. 

“Engineers are fighting the war, they 
will win it and they will also see to it 
that a just peace follows,” stated D. C. 
Prince, General Electric Co., when he 
was announced as the newly elected 
president. 

“Every one of us is interested in 
reconstructing a world in which we can 
insure that industry and science will be 
used for the enrichment and not the 
destruction of mankind,” M. F. Skinker 


of Consolidated Edison told the section 
delegates’ conference. He recalled that 
Steinmetz said the greatest scientific 
discoveries of the ensuing half century 
would be in the field of spiritual values 
and that “some day people will learn 
that material things do not bring hap- 
piness and are of little use in making 
men and women creative and powerful.” 

Reality of the war atmosphere of 
Canada was brought home to the con- 
ventioners by a test blackout in the 
Toronto metropolitan area on Wednes- 
day evening. 

Howard Coonley, chairman of Wal- 
worth Co., Inc., cautioned the conven- 
tion that “if we are to escape an 
evolutionary development toward such 
systems as revolution and war have been 
setting up in Europe—which submerge 
all individual freedom in the totalitarian 
state—we who believe in the superiority 
of democracy to autocracy or oligarchy, 
of free enterprise to state regimentation, 
must translate that belief into action 
that will continue to justify it. We can- 
not rely on the great achievements of 
the past,” he said; “here and now, and 
tomorrow, we must go on achieving.” 

Vice-presidents elected included N. S. 
Hibsham, J. Elmer Housley, Arthur L. 
Jones, Walter C. Smith and C. A. Price. 
W. I. Slichter was re-elected national 
treasurer. 


FPC Sees Shortage 
of Power in 1941-42 


The Federal Power Commission re- 
ports that even on the basis of the 
unrevised December estimates of 1942 
demand, it now appears that the 
5.751.615 kw. of new capacity sched- 
uled for operation in 1941 and 1942 
will fall some 570,000 kw. short of 
meeting the expected demands for 
power in certain areas of the country. 
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This deficiency is likely to rise to 
1,400,000 kw. as a result of expansion 
of the defense program since the esti- 
mates were prepared, it was said. 

The commission points out in_ its 
eighth report on power requirements 
and supply that the defense program 
has been expanded so rapidly that esti- 
mates of future load cannot be kept 
completely up-to-date. 

Significant conclusions drawn from 
the data by the commission included 
that many areas of the country are 
now actually facing power shortages 
which can be met only by cutting into 
essential reserves. by bringing in power 
to the extent permitted by transmission 
interconnections from other areas, or 
by curtailing actual or potential loads. 

It was stated that 74 of the 158 
reporting utility systems underestimated 
their March, 1941, power demands by 
581,000 kw., and 117 systems under- 
estimated their energy requirements 
the same month by 556,000,000 
kw.-hrs. 

During the first three months of 
this year the reporting utilities ordered 
1,481,000 kw. of generating capacity. 


for 


Burbank to Install 
Two 10,000 Kw. Units 


Two 10,000-kw. steam turbo-genera- 
tors are being installed in the modern 
steam plant for the Burbank (Calif) 


Public Service Department to meet 
unprecedented load growth brought 
on by defense industries. 

In the 1930-40 census decade Bur- 
bank was one of the fastest growing 
communities in the country, due to 
residential and commercial develop- 


ment. Consumption rose from 8,901,- 
000 kwh. in 1930 to 42.708,000 kwh. 
in 1939; peak demand jumped from 
2,350 kw. to 9.975 kw. Due to expan- 
sion in the airplane industry, however, 
this year consumption 
94,000,000 kwh. and 
surpass 24.000 kw. Just one plant— 
Lockheed Aviation—jumped from a 
demand of 700 kw. and a monthly 
consumption of 200,000 kwh. in 1940 
to 5,200 kw. of demand and 2,500,000 
kwh. per month this year. 

The steam plant will supplement 
power deliveries from Boulder Dam. 


will exceed 
peak demand 


Rural Tax Bill Signed 


Before adjourning recently the Wis- 
consin Legislature passed a measure 
limiting gross receipts tax on rural 
electric cooperatives to receipts from the 
sale of energy and applying the property 
tax on appliances. The bill has been 
approved by Governor Heil. 
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AWARD WINNER-J. B. Handley, West 
Texas Utilities Co. lineman at Childress, 
who won the Claude L. Matthews award 


“acts of devotion wherein extraordi- 
nary courage has been exercised.” He 
illustrates how he twisted wire around a 
pole for use as climbing hooks, when 
without regular equipment he patrolled 
miles of line to restore service during a 
severe storm. 


for 





Boulder Power Terms 
Allows Cut in Rate 


An agreement has been reached with 
representatives of Boulder Dam power 
allottees on the terms of the agency 
contract governing the future opera- 
tions of Boulder Dam, according to 
Secretary Harold L. Ickes. 

A draft of regulations has been pre- 
pared which will save power users in 
the Southwest $120,000,000 over a 
50-year period in reduced rates for 
power. The city of Los Angeles and 
the Southern California Edison Co., 
which now operate the Boulder power 


machinery under lease, under the 
agency contract will operate it as 
agents of the United States. 

The agreement provides that the 


United States may interchange power 
from Parker Dam and Bullshead Dam 
for Boulder power allotted to the 
Metropolitan Water District. The draft 
provides for reduction from 1.63 mills 
for firm energy to 1.163 mills per kilo- 
watt-hour, and from 0.5 mills for 
secondary energy to 0.34 mills per 
kilowatt-hour. Interest on the govern- 
ment investment is reduced from 4 to 3 
per cent and the repayment of a flood 
control allocation of $25,000,000 will 
be postponed until the remainder of 
the cost has been amortized. 


ELECTRICAL WORLD e 








NEWS BRIEFS 





A PROGRAM TO CAPITALIZE the load- 
building possibilities of infra-red baking 
in connection with automobile re-paint- 
ing is being planned by United Electric 
Light, Springfield, Mass. Re-painting 
is believed to be ahead for users of cars 
postponing normal turn-ins in aid of 
defense activities. 


To THE OUTSTANDING local man or 
woman through whose accomplishments 
Schenectady, N. Y., has received un- 
usually favorable publicity goes the 
Schenectady Advertising Club’s annual 
award. This year Dr. Ernest F. W. 
Alexanderson, consulting engineer of 
General Electric, won the honor, which 
was presented at a luncheon attended 
by more than 200 representatives of 10 
civic organizations. 


It CAN’T HAPPEN to us. The (British) 
Electrical Review naturally is receiv- 
ing many communications marked 
“Private and Confidential.” Strangely 
enough a recent one went on to say 
“any prominence which you can kindly 
give in your editorial columns to this 
matter will be greatly appreciated.” 


A BOOST FOR DEFENSE bonds is being 
given in advertisements of Gulf States 
Utilities Co. Theme is “Help Relieve 
Suspense, Buy Bonds for Defense.” 


To THE OUTSTANDING Trojan alum- 
nus, who by his accomplishments during 
the preceding year reflects the greatest 
credit to the university goes the alumni 
achievement trophy of the University of 
Southern California. This year Harry 
J. Bauer, president of Southern Califor- 
nia Edison Co., and S.C. graduate in law 
in the class of 1908, received the award. 


UTILITYMEN CONTINUE to take their 
place among prominent civil servants. 
Herbert A. Wagner, president of Con- 
solidated Gas Electric Light & Power 
Co. of Baltimore, has been appointed a 
member of the Committee on City Plan- 
ning and the Committee on Finance of 
the Baltimore Association of Commerce. 


GENERAL Exectric has picked more 
than 250 college seniors to enter its 
business training course, the largest 
number ever taken on for training since 
the department was formed twenty- 
three years ago. 


A NEW WHITE PLASTIC finish, suitable 
for use on dials of industrial and mili- 
tary instruments because of its resist- 
ance to high temperatures, corrosive 
fumes and humidity, has been developed 
by the meter division of Westinghouse 
Electric & Manufacturing Co. at New- 
ark, N. J. The new finish eliminates 
destructive discoloration of dial faces. 
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Grants Water Diversion 
to Run Niagara Station 


Adams plant at Niagara Falls goes into operation following ratification 
by Senate of U. S.Canadian diversion agreement — Station 
still has 30,000 kw. idle for want of more water 


Immediately upon receipt of a tele- 
gram from the Federal Power Com- 
mission authorizing the diversion of an 
additional 5,000 cfs. from the Niagara 
River, the Niagara Falls Power Co., 
subsidiary of Niagara Hudson Power 
Cerp., set into motion 50,000 kw. of 
capacity at its long idle Edward Dean 
\dams standby hydro station and 
started generating 25 cycle power. 

It was at 9.35 A.M. on June 13 that 
the plant was placed into service fol- 
lowing the ratification by the Senate the 
day before of the special agreement 
between the United States and Canada 
permitting the diversion of an addi- 
tional 8.000 efs.. of which 5,000 would 
be diverted into American power plants 
and 3,000 into Canadian generation. 


Defense Measure 


FPC announced that the authoriza- 
tion is an emergency defense measure 
and is limited to thirty days and is con- 
ditioned upon the receipt by the com- 
mission of an application for amend- 
ment to the company’s present license 
to cover the additional diversion. The 
company stated that it would file the 
necessary application. 

The Adams 
plants 


station consists of two 
similar in construction with 
No. 1 plant having ten 5,000 hp. tur- 
bines driving five 4.000 kw. and give 
3,750 kw. generators, while No. 2 
plant has eleven 5,000 hp. turbines 
driving eleven 3.750 kw. generators, a 
total capacity of 80,000 kw. Ground 
was broken for the construction of the 


station on October 4, 1890, and the 
first power was delivered five years 
later. 


Since the completion of the Schoell- 
kopf station in 1924, the Adams station 
has been for synchronous con- 
denser operation and as a_ standby 
station. It has been maintained in good 
operating condition, ready at a mo- 
ment’s notice. which was demonstrated 
last week. 

While diversion of the additional 
5.000 cfs. permits 50,000 kw. of capacity 
to be placed into operation there re- 
mains idle 30,000 kw. of capacity of the 
plant which could be put to use. Power 
experts feel that additional diversion 
could be made from Niagara River 
without destroying the scenic beauty 
of the falls or causing the water level 
to drop to the point where ice would 
pile up at the falls during the winter. 


used 
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The company stated that the 5,000 
cfs. can be diverted either to the 
Adams or the Schoellkopf plants, 
which are on the American side. The 
William Rankin station of Canadian 
Niagara Falls Power Co., Ltd., sub- 
sidiary of Niagara Falls Power Co., 
is on the Canadian side. 

While the 5,000 cfs. will allow na- 
tional defense industries to increase 
their power loads 50,000 kw., there 
still remains a great deal of generating 
capacity idle for want of water. In 
ELectricAaL Wortp, March 15, 1941, 
page 3, Col. William Kelly, vice-presi- 
dent of Niagara Falls Power Co., 
pointed out that the company could 
use 12,800 cfs. to produce 177,000 hp. 
of 25 cycle power, the kind of power 
in demand by the ferroalloy, bleaching, 
chemical and other industries need for 
national defense. Of this amount 8,800 
cfs. could be used at Adams and 4,000 
cfs. at the Schoellkopf station. 


Ask Properties Transfer 


Arkansas Utilities Co. has asked the 
state Utilities Commission for authority 
to sell its Greene County, Ark., proper- 
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ties at Paragould to the Missouri Utili- 
ties Co. The power plant at Paragould 
serves Marmaduke and several rural 
areas. The properties to be retained by 
the Arkansas Utilities Co. include gas 
and water systems and a power plant 
at Helena and electric distribution sys- 
tems in West Helena, Marianna and 
rural areas. 


Clam River Project Does 
Not Require License 


Federal Power Commission, acting 
upon a declaration of intention filed 
April 9 by the Clam River Dam Co. of 
Grantsburg, Wis., has entered a finding 
that the interests of interstate or foreign 
commerce will not be affected by con- 
struction of its proposed dam on the 
Clam River in Burnett County, Wiscon- 
sin. No federal license is therefore re- 
quired. 

The declaration of intention sets forth 
a proposal for a waterpower project to 
be located near the mouth of the Clam 
River. Included in the project will be 
a power house with installed capacity 
of 800 kw. 


Makes System Study 


Scottsville, Ky., City Council has 
granted permission to Marion H. Cald- 
well, of J. J. B. Hilliard & Son, Louis- 
ville brokers, to make a study of the 
electric system of Kentucky Tennessee 
Light & Power Co., Bowling Green. 
The utility’s franchise with the city ex- 
pired May 1. 


POWER FOR DEFENSE—When the Senate ratified the agreement with Canada for 

diversion of water from the Niagara River, these generators at the Adams station of 

Niagara Falls Power Co. were set into motion generating 50,000 kw. of 25 cycle power. 
Ten of the eleven units are shown in this view of station No. 2 
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Non-Tamperable Fuses 


to Be Interchangeable 


Action taken by electrical committee of the National Fire Protection 
Association at meeting in Chicago — Recommend indorsement 


of simplification of standard wire sizes 


Action of the electrical committee of 
the National Fire Protection Association 
last week in Chicago provided inter- 
changeability to non-tamperable fuses 
through the adoption of the dimensions 
of Bussmann “Fustat” as standard. 
Right to manufacture under the “Fustat” 
patents without royalty were thrown 
open to all manufacturers by the Buss- 
mann Manufacturing Co. (ELECTRICAL 
Worwp, May 24, page 8) provided this 
fuse adopted as standard and 
fuses so made are listed by Under- 
writers’ Laboratories. A committee was 
appointed to arrange a suitable con- 
tract form for manufacturers 
these patents, 


was 


under 


Withdraw Proposal 


Interim amendment proposal No. 38 
for revision of the 1940 National Elec- 
trical Code, section 3005 on wire insula- 
tion and carrying capacities, was to all 
intents and purposes withdrawn. The 
proposal, submitted in behalf of the 
National Electrical Contractors’ Asso- 
ciation, sought to eliminate five of the 
19 types of wire recognized by the Code 
and replace them with a single new- 
type R wire of smaller diameter than 
the present standard. A resolution was 
passed by the electrical committee that 


the proposal not be considered as an 
interim amendment but be referred to 
a newly created committee No. 310 and 


reported to committee membership 
early in 1942. 
The electrical committee recom- 


mended NFPA indorsement of the re- 


cent simplification of standard wire 
sizes which eliminated No. 3, 5 and 
above 500,000 C.M. An interim revi- 


sion proposal was automatically estab- 
lishing seeking more liberal recogni- 
tion of conductors in multiple, in view 
of this recent recommended reduction 
of standard wire sizes. This was re- 
ferred to article committee No. 300 to 
consider and report at once. 

Several subjects related to the broad 
aspects of code objectives and_ pro- 
cedure were covered in discussing the 
report of a special committee on pro- 
cedure. 

The decision was made to retain the 
three-year interval between 
code revisions; suggestions had _ previ- 
ously been made _ for the 


present 


changing 


interval range from once in five years 
to annually. Retention of the present 
interval eliminated any need for annual 
code supplements necessary with a five- 
year revision interval. 

A change was made in the interim 





TURBO-GENERATOR FOR CEDAR RAPIDS—This new 15,000-kw. turbo-generator cur- 
rently being installed at the Cedar Rapids plant of the Iowa Electric Light & Power Co. 
will be started up in late July. Also going in at this plant is a new 300,000-lb.-per-hour 
high-pressure boiler 
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amendment procedure making it im- 
possible to submit a proposal during 
the six month period between the report 
of the article committee and the meet- 
ing of the electrical committee. It was 
also established that an interim amend- 
ment may not be accepted if it presents 
the same question decided at the pre- 
ceding electrical committee meeting. 

Suggestion that an abbreviated cod 
be prepared for use in territories where 
electrical work is limited to simple 
wiring methods was rejected. as was the 
proposal that the electrical committee 
prepare educational booklets explain 
ing application of code rules. 

No action was taken on suggested 
need for a special committee to study 
farm wiring, temporary wiring. defense 
lighting, electrical construction in fire 
districts, etc. Article committees were 
asked, however, to pay particular 
attention to the subject of fluorescent 
lighting. 

There were no steps taken to change 
the interval between the meeting of the 
electrical committee and publication of 
the code. 


New Magnesium Plant 
to Get P.G.&E. Power 


Electric power for the first magne- 
sium plant on the Pacific Coast will 
be provided by Pacific Gas & Electric 
Co., according to a contract filed for 
approval with the Railroad Commis- 
sion. 

The new plant. new being con- 
structed near Los Altos (S. F. Bay 
region), will be operated by the chemi- 
cal division, Todd Shipbuilding Corp. 
Headed by Henry J. Kaiser, the mag- 
nesium project will basically support 
the manufacture of hardened aluminum 
and require an initial load of 6,000 kw. 
from existing transmissien lines. 

Upon successful conclusion of the 
experimental period of operation, the 
contract provides P.G.&E. agrees to 
build additional transmission facilities 
from its Newark, Calif., substation. at 
an estimated cost in excess of $500,000, 
and deliver power for the electric re- 
duction furnaces up to a maximum de- 
mand of 75,000 kw. 


Power Units in Manchuria 


Manchuria’s electric power output 
will be increased 60 per cent during the 
current year, according to reports re- 
ceived by the U. S. Department of Com- 
merce. These reports stated that four 
hydro-electric generators have been 
completed in Germany for the Suiho 
Dam on the Yalu River. These units 
will each produce 100.000 kw. 
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Defense Group Views 
Power Priority System 


Washington quarters giving serious consideration to ways to obtain 
blocks of generating capacity for new plants in armament 
program — Would set up power “czar” for utility industry 


Serious consideration is being given 
in defense quarters in Washington to 
some system of priorities for electric 
power to obtain blocks of generating 
capacity for new plants growing out of 
recent further expansion of the arma- 
ment program. OPM expects that what- 


ever system is worked out will be 
administered by the Federal Power 
Commission. 

Most direct statement regarding 


power priorities was made by Assistant 
Secretary of War Patterson in response 
to a question at the House committee 
hearing on the recent appropriation of 
$40,000.000 to TVA for a second defense 
expansion program. Mr. Patterson told 
Congressman Wigglesworth that the 
question is getting consideration from 
the Army and defense officials. 


Priorities System 


Primarily. purpose of any priorities 
system initiated now, it is understood, 
would be to arm the government with 
some definitive authority to require 
utilities to provide power for new plants 
located in their service areas. OPM has 
recently revised the defense magnesium 
requirement sharply upward, to 400,- 
000,000 pounds annual capacity by the 
end of 1942 (present and “on order” 
capacity is 75.000.000 pounds). Energy 
for two-thirds of the 600,000,000 pounds 
additional aluminum capacity _ pro- 
grammed has been earmarked at TVA 
and the Bonneville-Grand Coulee areas, 
but power for the other 200,000,000 


pounds, as well as many other new 
industrial plants on schedule, has not 
been arranged yet, officials say. Many 
other factors also are involved in the 
failure to locate these plants, but some 
defense quarters are taking the position 
that authority is needed to require elec- 
tric power service to eliminate that 
factor in site locations. 

Speculation concerning the method 
by which such authority could be put 
into effect suggests appointment by the 
President of a power czar of similar 
status to Secretary Ickes as oil “boss.” 
Mr. Ickes, in 
kingpin of power, but’ this is not likely. 
If a co-ordinator for power is named, 
either FPC as an agency or Chairman 
Leland Olds is almost a sure choice. 


Grand River Rejects 
Power Rate of Coops 


The offer of Kamo, Inc., an organ- 
ization of fifteen rural electric co-oper- 
atives which will operate 11,000 miles 
of lines in Oklahoma, Missouri, Kan- 
sas and Arkansas, for purchase of 
power from the Grand River dam has 
been rejected on the basis that the price 
offered was less than the cost of pro- 
duction. Kamo spokesmen indicated 
that the price would be less than 4 
mills a kilowatt-hour because Okla- 
homa Gas & Electric Co. is now buying 
power at 3.3 mills. 

D. Y. Wright, asistant PWA direc- 


fact, would like to be 


tor, said at the meeting of Kamo and 
Grand River officials that PWA “can- 
not go along” on any contract provid- 
ing for a rate lower than 5 mills. He 
declared that such a price would be the 
lowest price at which GRDA could pay 
off its $22,750,000 bonded debt to PWA 
and meet operating expenses. 

GRDA Chairman Ray McNaughton 
pointed out that the Oklahoma Gas & 
Electric contract was made in order 
to provide the authority with needed 
operating funds while a better market 
is being developed. The contract is 
subject to progressive cancellation as 
the power is sold at higher rates. 


House Approves Bill 
for More TVA Funds 


Last week the House approved a bill 
appropriating $40,000,000 for the fiscal 
year 1942 and $11,000,000 for the 1943 
fiscal year to expand the generating 
facilities of TVA to meet demands by 
aluminum producing plants. 

The funds will provide for 220,000 
kw. of capacity. of which 117,000 kw. is 
for firm power. Two additional hydro 
storage projects will be constructed, 
additional generating facilities installed 
in existing projects and transmission 
lines built to connect these projects and 


units in the existing transmission 
systems and markets. 
a 
Dunn Quits OPM 
After a service with the National 
Defense Advisory Commission and the 
Office of Production Management, 


Gano Dunn, president of J. G. White 
Engineering Corp., has resigned as 
special consultant to the materials 
branch of OPM, finding it necessary to 
return to private business. 
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ALL-ELECTRIC KITCHENS—tThe 40 single-family units of from five to six rooms in the North Englewood development, Wash- 
ington, D. C., have an electric range, refrigerator, water heater and oil burner, which are included in the $3,990 sales price 
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Smith Takes Optimistic 
View on Utility Outlook 


President of Middle West Corp. says that present troubles of industry 
are “only temporary” — Sees expansion of services to 


meet growing needs of public 


An optimistic outlook for the electric 
utility industry, with future growth seen 
in every branch of the business to 
meet the expanding needs of the Amer- 
ican public, is seen by Purcell L. Smith, 
president of Middle West Corp., in 
viewing the present situation confront- 
ing one of America’s largest industries. 

In an interview with ELectTrRIcAL 
Wor.p this week Mr. Smith considered 
the present troubled times as “only 
temporary,” with attacks giving way 
under favorable public pressure. 


Sees Industry Growth 


There are no signs today that the 
utility business is going to stop grow- 
ing, Mr. Smith declared. With the pass- 
ing years more power, rather than 
less, will be required to meet the ex- 
panding needs of the American people. 
many men with talents will be neces- 
sary to design, construct and operate 
these facilities, while still others will 
be needed to assure that kilowatt-hours 
are sold further to raise the standard 
and comforts of electrical living, he 
said. These form the basic factors for 
his optimistic view of the future of the 
utility industry. It was his opinion that 
the entire growth will be made possi- 
ble because the utility industry will take 
a prominent place in the capital mar- 
kets, attracting and securing the neces- 
sary large amounts of equity money 


Q 


MOBILE SUBSTATION—Indianapolis Power & Light Company’s new 2,500-kva. mobile 
unit substation proved its worth on its first job recently when, without interruption, it 
relieved the substation supplying the important Allison airplane engine plant to permit 
It is shown here during acceptance tests 


Sunday alterations. 
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which will be required for this broad, 
nation-wide growth. 

The general utility situation today 
brings to mind a pendulum, Mr. Smith 
observed, and a pendulum which has 
swung far out of its normal course. The 
industry has for years accepted, indeed 
welcomed, a quasi-judicial regulation 
of its affairs, he said. but the pendulum 
effect is found in the tendency today 
to pounce upon a few past faults in 
some segments of our business and then 
to use them in a blanket indictment of 
our entire industry. “Chairman Ed- 
ward C. Eicher of the Securities and 
Exchange Commission, for example, in 
his speech at the E.E.I. Buffalo con- 
vention, repeatedly spoke of ‘a small 
handful of men’ and yet he left the im- 
with many that faults at- 
tributed to only a handful of men were 
characteristic of our entire industry.” 


pression 


Quarter-Million Workers 


It should be remembered, Mr. Smith 
declared, that ours is a big United 
States industry and it take the daily 
labor of well over a quarter of a mil- 
lion of workers to keep the wheels turn- 
ing. “As I view it.” he continued, “this 
great army of workers is worrying un- 
duly about the future. As an example,” 
he declared, “the service company or- 
ganization as we have known it is a 
sound concept and an agency of great 
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value. Yet, symptomatic of the over 
swung pendulum, some service company 
employees may be forced out into a 
highly competitive and precarious field 
to cope with problems entirely foreign 
to the typical competent, valuable serv- 
ice company employee, or he may be 
forced into a local operating company 
where his talents will be restricted to 
a narrower field of application.” 

Mr. Smith believes that a “What's 
the use?” attitude will not be allowed 
to become general among the people 
where the incentive would be lost. He 
declared that this despair would ob- 
scure the future of the country. 

It is for this basic reason, Mr. Smith 
concluded, that I believe our worst 
troubles really are only temporary. “I 
do not mean to minimize the difficulties 
ahead for all of us.” he said, “but just 
the same we utility people should never 
forget that we are an indispensable seg- 
ment of the very core of America, a 
business such as ours cannot perma- 
nently be restrained in the clutch of 
narrow interpretations of what really 
are broad regulatory principles.” Mr. 
Smith felt that if the public is kept well 
informed as to the facts regarding the 
industry the pendulum will again 
swing back in its normal course. 


Lower Rates for Housing 
Project Fought by City 


Holyoke (Mass.) municipal gas and 
electric department has refused to grant 
special reduced electric and gas rates 
for the proposed second low-cost hous- 
ing project. A telegram was subse- 
quently received from Sumner K. 
Wiley, assistant to the director of the 
U. S. Housing Authority, which stated 
that rates for the housing project must 
be reduced or “the project is out.” 

City officials claim that rate reduc- 
tions cannot be made and it was further 
charged that the whole atmosphere of 
the housing project is unhealthy and 
shows lack of proper planning. Presi- 
dent Roosevelt recently approved a 
$1.000.000 allocation for the project. 


End Columbia Litigation 


An agreement has been executed be- 
tween Columbia Gas & Electric Corp.. 
Columbia Oil & Gasoline Corp. and 
Missouri-Kansas Pipe Line Co. The 
settlement, which is subject to the 
approval of the Federal District Court 
in Delaware and the Securities and 
Exchange Commission, includes all of 
the features involved in the plan for 
terminating the government and anti- 
trust litigation heretofore conditionally 
approved by the Federal District Court 
in Delaware. 
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STARTS NEW PLANT—A. C. BLINN, president of Ohio Edison Co., breaking ground at Akron for the new $3,600,000 addition to the 
company’s Gorge steam power plant at recent ceremonies, attended by company officials. The new 40.000-kw. addition will be 


ready in the fall of 1942. 


L. to r.—C. H. Lahr, secretary: L. G. Tighe, vice-president. Akron: Sam Stites, Youngstown: F. W. Funk 


(with pick), chief engineer; J. B. Jackson, assistant to president: H. E. Miller, Springfield; P. Murdoch, general auditor: Earl Waters, 
superintendent of Gorge station: Mr. Blinn (with shovel), H. N. Dieterich. assistant superintendent of Gorge station: William Quinn, 
engineer: E. G. Dunlap, treasurer; R. G. Jeter, general counsel: Andrew Carnegie, superintendent of power production; R. A. Gal- 


breath, construction superintendent 





Three Grand Coulee 
Units Added in Bill 


Initial funds for the second three 
108.000-kw. generators at Grand Cou- 
lee Dam have been added to the Interior 
Department appropriation bill by the 
Senate. Bids will be asked for the 
units within a few weeks with delivery 
sought as early as possible so that the 
energy will be available some time late 
in 1942 or early 1943. The amount pro- 
vided by the Senate was $3,000,000. 

It is possible that additional funds 
will be sought from Congress shortly 
for at least the third set of units for 
the power house finished, and 
very likely, in addition, for some or all 
of the nine units for the other power 
house at Coulee to bring the dam to 
its ultimate capacity within three or 
four years. 


now 


Located in Northwest 


Bulk of the 600,000,000-lb. aluminum 
pliant capacity the government is plan- 
ning to build is expected to be located 
in the Northwest to use Coulee power. 
The aluminum plants will be govern- 
ment-financed and privately operated 
during the war, but Secretary Ickes is 
hehting to have them owned outright 
by the government so that they can be 
operated as a “yardstick” in the post- 
emergency period. 
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Contrary to expectations and des- 
pite Mr. Ickes’ request. the Senate did 
not override the House to _ provide 
funds to start the 150.000-kw. steam 
plant proposed as part of the Central 
Valley project. The appropriation for 
Central Valley. reduced by the House 
to eliminate the steam plant, was fur- 
ther cut $3,000,000 by the Senate to 
$31.750.000. The Senate also reduced 
the $5,000,000 the House voted to start 
the Bullshead project to $3,000,000. 

Failure of the Senate to agree with 
Mr. Ickes on the steam plant at Cen- 
tral Valley not, however. mean 
the project has been dropped. Oppo- 
sition expressed by National Reclama- 
tion Association officials to seeing the 
Bureau of Reclamation build and op- 
erate a steam plant is primarily re- 
sponsible for the Congressional action. 
Rebuffed in this direction, Mr. Ickes 
now is seeking another approach, prob- 
ably an effort to establish a Central 
Valley Authority to market Shasta 
dam power and build and operate the 
steam plant. 


does 


Ample Power at Boston 


Answering inquiries of customers as 
to a possible power shortage on the 
system, President Frank D. Comerford 
of the Boston Edison Co. states that 
the company believes no occasion exists 
for concern. The company is doing 
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everything necessary to insure adequate 
facilities for all classes of service and 
for the extraordinary demands of the 
defense program. Present generating 
station capacity plus interconnections 
totals 483.000 kw., with 68.750 kw. on 
1942. The Decem- 
ber. 1940, peak, the company’s largest 
in its history. was 330,000 kw.. leaving 
a margin of 153,000 kw. above the plant 
and tie-line capacity. 


order for service in 


Withdraws Offer to Make 
REA Model Refrigerator 


Because of difficulties encountered in 
co-ordinating its ordinary distribution 
practices with the plan arranged for 
distributing the proposed REA Co-Op 
model electric refrigerator, the Stewart- 
Warner Corp. has withdrawn its offer to 
produce these new models for members 
of REA-financed co-operatives. accord- 
ing to Harry Slattery, REA adminis- 
trator. 

Mr. Slattery stated that while this 
precludes the distribution of the pro- 
posed REA Co-Op model refrigerators 
at this time, REA will prosecute its 
new program of refrigerator financing 
by extending the procedures already 
proved successful in group-purchasing 
arrangements, especially in connection 
with the so-called “self-help” co-opera- 
tives. 
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New Officers Named 
by IES; Brown Head 


Willard C. Brown, executive engineer 
of the Nela Park engineering depart- 
ment of General Electric Co. at Cleve- 
land, Ohio, has been elected president 
of the Illuminating Engineering So- 
ciety, and will assume office October 1, 
according to an announcement made re- 
cently to the LE.S. council by A. D. 
Cameron, present holder of that posi- 
tion. 

Other national officers elected are: 
General secretary, A. Dexter Hinckley, 
Columbia University, New York; treas- 
urer, Gilbert K. Hardacre, Public Serv- 
ice Co. of Northern Illinois, Chicago; 
vice-president until September 30, 1943, 
Howard M. Sharp, Buffalo, Niagara & 
Eastern Power Corp., Buffalo, N. Y. 

In addition, the following regional 
vice-presidents were elected: For one- 
year term ending September 30, 1942: 
Norman B. Hickox, Chicago, represent- 
ing midwestern region; A. F. Wakefield, 
F. W. Wakefield Brass Co., Vermilion, 
Ohio, Great Lakes; O. P. Cleaver, West- 
inghouse Lamp Division, Bloomfield, N. 
J., northeastern; and Frank A. Han- 
sen, Western Institute of Light and 
Vision, Los Angeles, Pacific Coast re- 
gion. For two-year term ending Sep- 
tember 30, 1943: A. S. Turner, Jr., Gen- 
eral Electric Co., Philadelphia, east 
central; P. M. Rutherford, Jr., Dallas 
Power & Light Co., Dallas, Tex., south- 
western; R. M. Love, General Electric 
Co., Toronto, Canada, Canadian, and 
W. J. Amoss, New Orleans Public Serv- 
ice, Inc., southern region. 


FPC to Open Regional 
Office at Fort Worth 


Regional office of the Federal Power 
Commission will be established at Fort 
Worth, Texas. about July 1, according 
to Earl F. Sechrest of Washington, 
administrative officer of the commis- 
sion, who is making arrangements for 
the new office. 

Mr. Sechrest said that the commis- 
sion is closing the regional office at 
Denver and the major part of the engi- 
neering staff will move to Fort Worth. 
Others from the Denver office will be 
transferred to the West Coast and to 
Baltimore. 


Celebrates 125th Year 


This week marks the 125th anniver- 
sary of the granting of the first gas 
francise in America on June 19, 1816, 
to the Gas Light Co. of Baltimore, now 
the Consolidated Gas, Electric Light & 
Power Co. of Baltimore. The current 
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year also marks the 60th anniversary 
of the incorporation of Baltimore’s 
first electric company. It was 35 years 
ago, June 20, 1906, that the gas and 
electric companies were consolidated 
into the present company. -The com- 
pany now serves 237,000 gas and 302,- 
000 electric customers. 


EHFA Closes Contracts 
with Co-operatives 


Electric Home and Farm Authority 
has announced that contracts have been 
closed with the Deep East Texas Elec- 
tric Co-operative, Inc., San Augustine, 
Tex., and the Mille Laces Region Co- 
operative Power and Light Association, 
Aitkin, Minn. The contracts cover ap- 
pliance financing. 

Announcement was also made_ by 
EHFA that a contract had been closed 
with the Deep East Texas Electric Co- 
operative, Inc., San Augustine, Tex. 
Contract covers wiring or rewiring of 
homes and farms located on the utility’s 
power lines. 


Rules on TVA Accounts 


Attorney-General Robert H. Jackson, 
in an opinion rendered at the request 
of the Secretary of the Treasury, ruled 
that the Tennessee Valley Authority 
was not accountable to the General 
Accounting Office for its financial 
transactions or other activities. In his 
ruling Mr. Jackson supports the earlier 
ruling of the general counsel of the 
Treasury and sets aside the view of 
the comptroller-general. 





MEETINGS 


American Society for Testing Materials—Annual 
meeting, Palmer House, Chicago, Ill., June 23- 
27. R. E. Hess, assistant secretary, 260 South 
Broad St., Philadelphia, Pa. 


Society for Promotion of Engineering Education 
—Annual meeting, Rackham Building, Ann 
Arbor, Mich., June 23-27. 


Canadian Electrical Association—Annual meet- 
ing, Seigniory Club, P. Q., Canada, June 25-27. 
B. C. Fairchild, secretary, 804 Tramway Bldg., 
Montreal. 


Michigan Electric Light Association—Annual con- 
vention, Grand Hotel, Mackinac Island, Mich., 
June 30-July 2. C. H. Silvester, secretary, Port 
Huron, Mich. 


International Association of Electrical Inspectors 
—Southwestern section, Hotel DeAnza, San Jose, 
Calif., August 25-27. H. L. Gerber, secretary, 
Room 205, City Hall, San Francisco, Calif.: 
northwestern section, Winthrop Hotel, Tacoma, 
Wash., September 2-5. F. D. Weber, secretary, 
P. O. Box 70, Portland, Ore.; western section, 
Hotel St. Paul, St. Paul, Minn., September 8-10. 
F. H. Moore, secretary, 320 N. Meridian St., 
Indianapolis, Ind.; eastern section, Mayflower 
Hotel, Washington, D. C., September 22-24. 
F. N. M. Squires, secretary, 85 John St., New 
York, N. Y.: southern section, McAllister Hotel, 
Miami, Fla., September 29-October |. Joseph 
Whitner, secretary, P. O. Box 1743, Atlanta, Ga. 
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Detroit Edison Cuts 
Rates $700,000 Year 


A voluntary reduction in residential] 
rates, which in the case of the smallesi 
users will range up to 10 percent, was 
announced by the Detroit Edison Co. 
last week. The cut reduces the base 
rate for residences from 9 to 8 cents 
for the first 10 kw.-hr. per month. Re- 
mainder of the rate structure remains 
the same. It is estimated that the cut 
will reduce company earnings about 
$700,000 a year. 

In a letter to Mayor Jeffries, A. C. 
Marshall, president, said: “It is our 
desire to make, when conditions war- 
rant it, a reduction in our rate for resi- 
dence service. At the present time our 
earnings are good due largely to the 
sale of power for defense work. How- 
ever, no one knows how long this will 
last and there are other uncertainties 
in the immediate future regarding many 
items of expense, such as the rising 
prices of coal and of almost all other 
supplies and, still more important, the 
increase in federal taxes. 

“However, in spite of these uncer- 
tainties, we are now willing to make 
this reduction. We hope to make this 
effective on bills sent out after July 1.” 


Open Engineers Defense 
Courses at Cornell 


Cornell University has announced an 
extensive summer program of engi- 
neering defense training courses of col- 
lege grade for men in the southern tier 
counties and in the Buffalo area who 
are employed in defense industries or 
desire such employment. The college 
of engineering has established a new 
training center in Binghamton and will 
offer courses also in the centers previ- 
ously established in Elmira, Buffalo and 
Ithaca. All courses will be tuition free 
and are offered subject to approval by 
the U. S. Office of Education as a part 
of the National Engineering Defense 
Training program. Twenty evening 
courses began this week in the four 
centers. 

This special project for national de- 
fense is directed from headquarters in 
Ithaca by Dr. Arthur S. Adams, pro- 
fessor of mechanics and assistant to the 
dean of the college of engineering. 


Guy Barker Dies 


Guy A. Barker, 50, manager of the 
public utility and electrical products 
department of Johris-Manville Corp.. 
died early June 18, after a heart attack, 
at his home in Scarsdale, N. Y. 
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“rapt” 's White Gloves 





| 
“is young friends and kinsmen in! 
the armed services are now experiencing the prime thrill of their full-dress 


ec + .¢ athe 
quarters inspection. | 


After they have scrubbed and holy-stoned until their backs ache and) 
their hands are grimy, they stand at attention as the officer and his staff in| 
the full panoply of authority pass through the quarters and work-rooms.| 


The Captain’s white glove-clad hands search out dark corners.. . under 
tables ... for a speck of dust. As the gloves come out spotless, the tension 


subsides—the inspection has been a success! 
In each utility organization, there is an inspecting authority responsible 
for the construction and maintenance of distribution lines. We can serve 


' 


him. Grimy hands here in the research and manufacturing divisions will) 
help keep his ‘inspection gloves” a spotless white. 


LINE MATERIAL COMPANY 









BOSTON {diam COMPANY 
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The ¢ ‘ompany plant is in splendid 
condition and ready to meet any 
demands occasioned by the 


NATIONAL DEFENSE 


program Our organization is 
working in close cooperation 
with public authorities and with 
manufacturers working on defense 
contracts.” 


READY FOR DEFENSE—Boston Edison’s existing and forthcoming power plant facilities featured a public relations 
window display recently sponsored by the Boston Stock Exchange. 
new Mystic station scheduled for 1942 operation (left); chart of energy sales growth, and typical co-operative utility 
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Employees Appomnted os 
Guides Wil Explain The 
erations of The Exchange 





Included were a perspective drawing of the 


advertisements emphasizing the value of purchased power to important industries 


i 
ee 
aes 
pare 


* a 
oo 
o 

; . “e 


PLANT ARKWRIGHT—Recent view of the generator, turbine and condenser on No. 1 unit in the new 40,000-kw. steam 
station of Georgia Power Co. at Macon. The plant is now ready to assume its position as an important link in the 
utility's power system 








PLANT ADDITION—Early phases 
construction work on the extension — 
the Bayside plant of the Wiscons' 
Public Service Corp. are progressir 
rapidly. The building addition w’ 
house boiler and turbine equipment { 
a new 25,000-kw. unit. Cost of tt 
project—to be completed in 1942 
—will be $2,600,000 ' 
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GOOD COOKS—New members 

of the Westinghouse Tuff Guys 
Association—the entire sales siaff of 
New Jersey Power & Light Co.—who 
won a two-day trip to the Westing- 
house merchandising division works at 
Mansfield, Ohio, for exceeding their 
quotas in a spring sales campaign of 
electric ranges and water heaters 


Kneeling (l. to r.) Harry Cifelli, James 
Burns, Westinghouse; Herbert Hoare. 
Back row (Il. to r.) Clyde Cooke, Charles 
Allen, Clifford Allen (seated), John J. 
Coyle, Albert Bohem, Richard Morris, 
Russell Deats, and William Damron 
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FIRST FOR SHASTA—First of four 75,000-kva. waterwheel-driven generators being built by 


General Electric at Schenectady for Shasta Dam on the Sacramento River, a part of the Central 
Valley project of the U. S. Bureau of Reclamation 














o double entendre is implied in our ques- 
N tion, for these etchings aren't made to 
adorn bachelor walls- -collectors turn up 
their noses at them. But, to you--that’s 
different. To you they are priceless because 
they help make the quality and efficiency of 
Anaconda lead sheathed cable unbeatable. 

By etching samples of lead and then 
examining them under the microscope, 
Anaconda engineers can actually see whether 
the sheath is perfect enough to be used in 


Anacondacable. And inthis guardian capac- 


Polished etchings of copper-lead tube cross-sections magnified 


15 diameters. Note uniformity throughout the entire structure. 


ity, they see ways to make improvements. 

This kind of research gives all Anaconda 
wires and cables an unmistakable identity. 
When you see the Anaconda trademark, 
you know, because we proved it, that the 
product bearing it is of the highest quality 
available. 


Anaconda Wire and Cable Company 

General Offices: 25 Broadway, New York City. 

Chicago Office: 20 North Wacker Drive. 

A subsidiary of Anaconda Copper Mining Co. 
Sales Offices in Principal Cities. 


Use Modern Improved 


ANACONDA WIRE & CABLE 
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This familiar trademark 
identifies Anaconda prod- 
ucts. It symbolizes the best 


efforts of man and science. 
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Power Output Hits 
New All-Time High 


Production of electric power for the 
week ended June 14 rose slightly above 
the preceding week and was 14.7 per- 
cent above a year ago. Output totaled 
3.057,344.000 kw.-hr., according to re- 
port of the Edison Electric Institute. 

Although drought conditions - still 
prevail in the Southeast and rationing 
of power went into force this week, 
output in the Southern States was 14.4 


percent above a year ago, as compared 
with a rise of 15.8 percent the week 
before. The savings in power use in 
territory of the private utilities is being 
transmitted to the TVA for aluminum 
production. according to reports. 
Energy production for the country 
reached a new all-time high during the 
week and there are signs that still 
higher output can be expected as de- 

Weekly Output, Millions Kw.-Hr. 

1941 1940 1939 
June 14 3,057 June |I5 2,665 June 17 2,340 
June 7 3,042 June 8 2,599 June 10 2,329 
May 3! 2,924% June | 2,478 June 3 2,186 
May 24 3,012 May 25 2.589 May 27 2.278 
May |7 2,983 May 1/8 2,550 May 20 2,235 
May !0 2,975 May I! 2,516 May 13 2,239 
May 3 2.915 May 4 2504 May 6 2.225 
Apr. 26 2.926 Apr. 27 2.499 Apr. 29 2.244 
Apr. 19 2,874 Apr. 20 2,529 Apr. 22 2,265 
Apr. 12 2,882 Apr. 13 2,530 Apr. 15 2,235 


Per Cent Change from Previous Week 


Week Ending 





June 14 June 7 May 3! 
New England +21.6 +25.1 +21.5 
Mid-Atlantic +12.9 +19.2 +15.0 
Central Industrial +20.3 +22.2 +21.4 
West Central..... +-14.3 +11.5 +18.7 
Southern States +14.4 +15.8 +22.4 
Rocky Mountain +10.0 $12.3 +14,7 
Pacific Coast + 3.9 +42 4+ 69 
Total United States. +14.7 +17.1 +18.0* 
* Revised. 


Billions of Kw-Hr. 


1.9 
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fense production swings into the all-out 
stage. Only one division reported a 
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greater gain over last year than in the 
previous week, 





Pennsylvania Utilities 
Cited by State Board 


Public Utility Com- 
mission has under way an investigation 
upon its motion into ten Craw- 
ford County electric utilities and Har- 
ley D. Carpenter, Meadville, doing 
business as an individual electric util- 
ity. 


Pennsylvania 


own 


The investigation is for the purpose 
of determining whether the utilities 
are independent utilities conducting 
their own affairs or are mere adjuncts 
to Mr. Carpenter’s personal business. 
The utilities and Mr. Carpenter have 
been notified to file an answer within 
fifteen days. 

On May 6 the commission instituted 
an investigation upon its own motion 
‘o determine the fairness of the rates 
f the ten companies, as well as those 
f Harley D. Carpenter, an individual 
utility. 

The companies involved include: 
Cochranton Borough Electric Service, 


ELECTRICAL WORLD @ June 


Conneaut Lake Borough Electric Serv- 
ice, Conneaut Lake Electric Light & 
Power, Crawford Public Service, East 
Fallowfield Light & Power, Fairfield 
Township Light & Power, Saegertown 
Borough Electric Service West 
Fallowfield Light & Power. 


and 


Applies for FPC License 
for Ferro-Alloy Plant 


Electro Metallurgical Co. has ap- 
plied to the Federal Power Commission 
for a license of its hydro-electric plant 
already constructed on the New River 
near Hawk’s Nest and Gauley Bridge, 
W. Va., where electric energy is gener- 
ated for exclusive use in operating the 
company’s ferro-alloy plant at Alloy, 
W. Va. 

Ultimate enlargement of the total 
plant capacity from 140,000 hp. to 
175,000 hp. is proposed, including add- 
ing 5 ft. to the height of the crest gates 
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of the dam and excavating the tailrace 
to increase the head about 10 ft. No 
new water conduits. power houses, sub- 
stations or transmission lines are 
templated. 


con- 


Withholds Dividend 


Hartford Electric Light Co. directors 
have withheld declaration of the cus- 
tomers’ dividend ordinarily voted in the 
spring. Federal taxation, 
the prospect of 
retroactive to January 1, 
sponsible. Hartford’s residential energy 
consumption 


uncertain- 


ties with imposts 


being re- 
reached an average of 
1.363 kw.-hrs. per year June 3. 


Power District Builds Lines 


McCook Public Power District, Mc- 
Cook, Neb., plans the construction of 
100 miles of rural electric lines to cost 
about $85.000. 
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EWS ABOUT PEOPLE 


W. C. Brown of Nela Park 
Elected I.E.S. President 


Willard C. 
neer of the 
department of General Electric Co., 
at. Cleveland. Ohio, has been elected 
president of the Illuminating Engineer- 
ing Society, and will office 
October 1. 

Mr. Brown, who has been with the 
Nela Park engineering department 
since 1920. has active in many 
lighting fields. 

In automotive lighting he was for a 
number of years an active member of 
the LE.S. committee on motor vehicle 
lighting and of the lighting division 
of the Society of Automotive Engineers. 
He has presented many _ technical 
papers and lectures in this field and 
has served on the board of directors of 
the Automotive Electric Association 
and as vice-chairman of the Cleveland 


Brown, executive engi- 


Nela Park 


engineering 


assume 


been 


section of the Society of Automotive 
Engineers. 

In the field of electrical advertising, 
Mr. Brown is the author of many 
bulletins and technical articles on the 
design and application of luminous 
displays. In the theater lighting field 
he served as consultant on many of our 
largest spectacular houses. As first 
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chairman of the lighting committee of 
the American Society of Agricultural 
Engineers, he developed the first bulle- 
tin on lighting practice for the farm- 
stead. He specified the lighting on 
many of the early projects sponsored 
by the Committee on the Relation of 
Electricity to Agriculture. 

At present Mr. Brown is in charge 
of a number of activities of the Nela 
Park engineering department, includ- 
ing industrial lighting, floodlighting, 
office lighting. school lighting, railroad 
lighting. hotel lighting, and 
applications. 

Mr. Brown has been active in the 
Illuminating Engineering Society since 
1921, having served as chairman of the 
committee on progress for six years, 
as vice-chairman of the committee on 
lighting practice. as a director of the 
Society and as chairman of the com- 
mittee on finance. In 1939 he acted as 
director of the secretariat on lighting 
practice at the International Commis- 
sion on Illumination at Scheveningen, 
Holland, and presented there a paper 
on industrial lighting in the United 
States. 


similar 


> JoserHh P. O'Connett of Bristol. 
Conn.. has been confirmed as a member 
of the Connecticut Public Utilities Com- 
mission. 


P Prescott S. Busu of New York has 
been elected chairman of the board of 
the Pennsylvania Water & Power Co., 
Baltimore. Md.. to fill a vacancy in that 
office. 


> D. E. Wixstow has been appointed 
purchasing agent of the West Penn Sys- 
tem, to succeed Russell Poe, who re- 
tired from active service recently, after 
having been with the system 35 years. 
Mr. Winslow has been with West Penn 
since 1915 and has worked in many ca- 
pacities. J. H. Fairtey, who has been 
identified with West Penn since 1911, 
has been named assistant purchasing 
agent. 
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Erben to Manage Central 
Station Department 


H. V. Erben, an assistant manager of 
the central station department of the 
General Electric Co. since 1939, has 
been appointed department manager. 


M. O. Troy, formerly manager of the de- 
partment, will continue as commercial 
vice-president. 

A native of Schenectady and a gradu- 
ate of Yale’s Sheffield Scientific School, 
Mr. Erben first became associated with 
General Electric in June, 1917, but left 
in September to enter military service. 
Re-joining the company in 1920. he was 
in the testing department at the Sche- 
nectady and Pittsfield works. 

Two years later he was transferred to 
the lighting engineering department at 
Schenectady and in 1923 he was named 
a section head of the apparatus division 
of the reorganized central station de- 
partment. In 1928 he became assistant 
to the manager of that division and the 
following year was appointed manager. 
Later he was promoted to manager of 
the switchgear sales division with head-- 
quarters in Philadelphia, where he re- 
mained until his appointment as assist- 
ant manager of the central station <e- 
partment. 
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Holophane Appoints 
Rolph Vice-President 


Thomas W. Rolph, who has been 
associated with the Holophane Com- 
pany for many years, has been ap- 
pointed a vice-president of the com- 
pany. Mr. Rolph has been located in 





Newark, Ohio, during much of this 


time. He first joined the Holophane 
organization after graduation from Cor- 
nell University in 1907 with the degree 
of electrical engineer. For six years he 
served as illuminating engineer, work- 
ing on the application, design and test- 
ing of Holophane products, first in New 
York City and later in Newark. 

He then entered the employ of the 
General Electric Co. and subsequently 
the Strong Manufacturing Co., Sebring, 
Ohio, returning to the Holophane Co. 
in 1921, as managing engineer of the 
street-lighting department located in 
Newark. In 1928 he was appointed 
assistant chief engineer and three years 
later chief engineer and has acted in 
that capacity since then. 

In 1935 Mr. Rolph spent some time 
in Europe exchanging ideas with the 
engineers of the English and French 
Holophane companies and _ inspecting 
lighting installations. 

He has been active on numerous com- 
mittees of the Illuminating Engineering 
Society. His contributions to illuminat- 
ing engineering progress have been 
many and varied. In addition to design- 
ing lighting systems, he has contrib- 
uted frequently to the technical press 
and has been the originator of many 
new luminaires and lighting devices. 
Thirty-eight patents have been issued to 
him. Last year he was awarded a 
plaque by the National Association of 
Manufacturers as a modern pioneer of 
the frontier of American industry. 


> Ropert L. peELoacue has ‘been ap- 
pointed manager of the Philadelphia 
switchboard plant of the Westinghouse 
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Electric & Manufacturing Co. Mr. 
deLoache goes to Philadelphia from 
the Westinghouse Atlanta office, where 
for fourteen years he was superintend- 
ent of the switchboard department. 


> Norman L. Deusie, formerly assist- 
ant to vice-president, Copperweld Steel 
Co., Warren, Ohio, has been appointed 
manager of sales. 


P Dr. Kart T. Compton, president of 
the Massachusetts Institute of Tech- 
nology and one of America’s foremost 
scientists, has been elected to member- 
ship on the advisory council of the Na- 
tional Broadcasting Co. 


> W. Homer Reeve has been appointed 
acting sales manager of the Easy Wash- 
ing Machine Corp. to take over the 
duties of J. J. Nance, vice-president in 
charge of sales, who recently resigned 
to take an executive sales position with 
the Zenith Radio Corp. Mr. Reeve was 
formerly a sales executive with the 
Frigidaire Corp. in the household divi- 
sion and for the past two years has 
been in charge of the major dealer de- 
velopment program at Easy. 


P Dr. Kart B. McEacuron of Pitts- 
field, Mass., high-voltage engineer of 
the General Electric Co., received the 
honorary degree of doctor of science 
from Purdue University at the com- 
mencement held recently at Lafayette, 
Ind. He was cited as “a master of sci- 
ence and sometime member of the 
school of electrical engineering of Pur- 
due University; stimulating teacher and 
ingenious deviser of methods and instru- 
ments for the increase of basic knowl- 
edge of high-voltage phenomena.” 


> Ratpu W. Jounson, for the past two 
years manager of the Vancouver, Wash., 
division of the Portland General Elec- 
trical Co., has been made assistant di- 
vision manager of the Willamette Val- 
ley division in Salem, of which W. M. 
Hamilton is division manager. Mr. 
Johnson worked for the North Dakota 
Power & Light Co., Bismarck, before 
joining Portland General Electric Co. 
Laurin E. HInMAN, with the company 
since 1923 as assistant valuation engi- 
neer and executive assistant, has been 
appointed division manager in Van- 
couver to succeed Mr. Johnson. 


> Racpu D. Staurrer has returned to 
Cambridge, Mass., as chief engineer of 
the New England Gas & Electric Sys- 
tem, following four years at Reading. 
Pa., as consulting engineer in charge 
of the mechanical division of the E. M. 
Gilbert Engineering Corp. Mr. Stauffer 
was chief engineer of the New England 
group from 1932 to 1937, having been 
previously located with the utility en- 
gineering group at Reading from 1922 
to 1932. In his present connection he 
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will have charge of engineering for the 
New England Gas & Electric Associa- 
tion utilities, among which the Cam- 
bridge, New Bedford, Portsmouth (N. 
H.), Cape & Vineyard, and Plymouth 
County Electric companies are leading 
central station properties. 


> Wittiam J. Lyncu, assistant general 
manager of the Quebec Power Co. and 
the Quebec Railway, Light & Power 
Co., has retired from these companies 
on a pension. His entire business career 
was spent with the companies in and 
around Quebec. He served as cashier, 
statistician, accountant and treasurer 
and treasurer and controller, preceding 
his promotion in 1923 as assistant gen- 
eral manager following the organiza- 
tion of the Quebec Power Co. Mr. 
Lynch is a past-president of the Cana- 
dian Transit Association. 


> Water Brown of Huntington, W. 
Va., was elected a vice-president and 
appointed general counsel of the West- 
ern Electric Co., Inc., New York, N. Y. 
Mr. Brown succeeds T. Brooke PRIce, 
who resigned on May 1 to become gen- 
eral attorney of the American Tele- 
phone & Telegraph Co. Mr. Brown 
has been practicing law in Hunting- 
ton, W. Va., since 1928 as a member 
of the firm of Fitzpatrick, Brown & 
Davis. Since last year he has been 
vice-president and general counsel of 
Henry L. Doherty & Co., which posi- 
tion he resigned as of April 30. GEORGE 
B. Proup, assistant treasurer of the 
company, has been elected treasurer 
to succeed Freperic H. LeEcGETT, re- 
tired. Reese F. Ciirrorp has been 
appointed personnel director. He has 
30 years of service with Western Elec- 
tric. 


> A. W. Parker is this month retiring 
from active service with the Worthing- 
ton Pump & Machinery Corp. after 54 
years of continuous service. Well known 
in industrial advertising and engineer- 
ing circles, Mr. Parker entered the field 
in 1887, starting as a draftsman. 
Through many years he served as me- 
chanical engineer and product de- 
signer, contributing much to the the 
development of a variety of pumping 
machinery. Later, he entered the pub- 
licity field, in which he was engaged 
until his retirement. Recently Mr. 
Parker was one of a group of eleven 
awarded diamond studded emblems for 
having completed more than a half cen- 
tury of continuous service. 


OBITUARY 


> James O. McCaw, 59, for 37 years 
superintendent of the Manchester divi- 
sion of the Connecticut Power Co., until 
his retirement in 1940, and for many 
years superintendent of fire alarm tele- 
graph in Manchester, died on June 9. 
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Westinghouse Shows 
Net of $3.74 a Share 


Net income of Westinghouse Electric 
& Manufacturing Co. for the first five 
months this totaled $9,998.347 
after taxes and charges, equal under the 
participating provisions of the shares to 


year 


$3.74 a share on combined preferred 
and common stocks. This compares 
with net income of $8,392,174, or $3.14 
a share, in the same period last year. 

Net income for May was $2,093,344, 
as against $1,836,612 a year ago, and 
$2,277,740 in April, 1941. 

Wages and salaries of employees 
will be adjusted upward 11 percent 
this month, the same as for May. 

The company stated that an average 
weekly wage of $42 was paid to em- 
ployees in 1940, the highest ever paid 
by the company. During the year 10,000 
employees were added, due largely to 
the stimulus of national defense de- 
mands, Since the first of the year the 
number of employees has increased from 
58,503 to more than 65,000. 


Cable Contracts Awarded 


Los Angeles Water and Power Com- 
mission, Los Angeles, has placed con- 
tracts for quantity of lead-covered 
cable, as follows: General Cable Corp. 
(Items 4, 7, 8, 10 and 11), $61,942; 
General Electric Co. (Items 1, 2, and 9), 
$45,711), and John A. Roebling’s Sons 
Co. (Items 3, 5 and 6), $19,021. All 
items noted, for different quantities, 
etc., as set forth in Specifications 3819, 
for which bids were closed recently. 


Will Build New Plant 


At the request of the War Depart- 
ment, the Defense Plant Corporation, 
RFC subsidiary, has authorized the 
execution of a lease agreement with 
Anaconda Wire & Cable Co., New 
York, to provide for construction and 
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ANUFACTURING - MARKETS 


equipment of a manufacturing plant 
at a cost of $353.723. The plant will 
be located at Marion, Ind. 


Electrical Equipment 
Continues in Demand 


Unit sales of electric refrigerators 
and of major appliances in April con- 
tinued to record new all time highs, 


Grand Coulee Contract the National Electrical Manufacturers 


B ee . Washi Association reports. Sales billed for 
"es 2c]; ‘ > ‘ y. . ° : : . 
eS See asiing- industrial materials continued to rise. 
ton, D. C., has awarded contract to 


Orders received for transmission and 


momento ag ee Co., at distribution equipment reversed the 
$18,808 for lighting and power trans- decline of March. The index ad- 


installation at Grand 
Coulee hydro-electric power plant, Co- 
lumbia Basin Project, Wash. (Specifi- 
cations 1494-D). 


formers for 


vanced 78.4 points in April to 329.7, 
an increase of 31.2 per cent. Last 
year there was a decline of 6.7 per 
cent from March to April. 

Sales billed for motors and gener- 


. ators declined from the peak of March. 
The index value of orders received 
Century Electric Net Up for April declined 78.8 points to 


263.2, a decrease of 23 per cent. A 
year ago the decline 7.6 
cent. 

NEMA reported that sales of major 
appliances on a_ seasonally adjusted 
basis advanced and electric refriger- 
ators sales declined very slightly. 


Century Electric Co. for the March 
quarter has announced net income be- 
fore income and excess profits tax, 
of $107,438. compared with $24,267 
income on the same basis in the March 
quarter a year ago. 
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NEMA INDEX, value of orders received for motors (large d.c., polyphase, synchronous) 
and generators (engine, belt-driven); also for transmission and distribution equipment 
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Electrical Machinery 
Census Reports Data 


Manufacturers of electrical machin- 
ery employed 256,467 wage earners in 
1939, paying them $335,819,534. as 
compared with $407,960,508 paid to 
306.003 wage earners in 1937, accord- 
ing to a recent advance release from 
the Census of Manufactures for 1939. 
Products manufactured in 1939 were 
valued at $1,727,389,949 as compared 
with $1,899,905,431 in 1937. 

Horsepower of prime movers in elec- 
trical machinery manufacturing plants 
totaled 354,449 hp. in 1939, as against 
312.280 in 1929. In 1939, these manu- 
facturers purchased electric energy 
amounting to $11,860,954. Purchased 
electric energy accounted for approxi- 
mately 1.6 percent of the total cost of 
materials, supplies, containers, fuel, 
purchased electric energy and contract 
work. 


Masonite Company Builds 
New Generating Station 


The Masonite Co., Laurel, Miss., 
manufacturer of insulating board, wall 
board and kindred pulp wood products, 
has work under way on a large steam- 
electric generating station for company 
service, with capacity sufficient to fur- 
nish power for other industrial plants 
in the immediate vicinity, should such 
need arise. 

Installation consists of turbine-gen- 
erator units with rating of 13,500 kw.. 
boilers and auxiliary equipment, with 
ultimate cost estimated at close to 
$800,000. Plant is scheduled for com- 
pletion in August, when the company 
will discontinue the use of power from 
TVA, as well as Mississippi Power Co.., 
heretofore furnishing 
mill. 


service at the 


Awarded Bonneville Units 


An order has been placed with Gen- 
eral Electric Co. for the last four of 
ten generators which will complete the 
576,000-kva. hydro-electric power devel- 
opment at Bonneville. The contract was 
awarded on a bid of $2,858,300. The 
units will be 60,000 kva. and are ex- 


pected to be installed by the end of 
1943, 


LS 


New York Metal Prices 


June 18, '41 June 10, ‘41 


Cents per Cents per 
Pound Pound 
Copper electrolytic. ..... 12.00* 12.00* 
lead, A. S. & R. Price... 5.85 5.85 
NOUN ce atvcoa 2628 14.00 14.00 
Nickel, Ingot............ 35.00 35.00 
Zinc MENG 225550 exe 7.64 7.64 
Tin, Straits... paar wale cath 52.375 53.125 
Aluminum, 99 per cent... 17.00 17.00 
Delivery Connecticut Valley. - 


LS 
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Field Reports on Business 


Industrial activity continues to show expansion, with greater power demands 
being made on utilities. Power equipment is being purchased in large quantities 
by utilities and industrials. Priorities are likely to curtail appliance production, 
although substitutes for basic raw materials are being tried. 


NEW YORK 


Business in this area continues to boom, 
with department 


stores showing an up- 
turn in sales of 10 percent last week. 


Distributors of electrical appliances report 
heavy demands. Efforts are being made to 
get manufacturers to raise quotas. 
Priorities are becoming a greater prob- 
lem than had first been anticipated. Sub- 
stitutes are being used where possible, 
but in this respect a pinch is expected as 
more commodities are put higher on the 
priority list. It is anticipated that even 
stricter rules will be forthcoming from 
Washington as defense reaches the all-out 
stage. The expansion of the defense effort 
is causing shortages in a number of raw 
materials and this shortage is likely to 


grow worse before it is eliminated by 
curtailment for domestic consumer prod- 
ucts. 


Construction awards last week totaled 
$139,825,000, the third highest peak of the 
year and 147 percent above a year ago. 
Private awards were up 2 percent over 
last year. Pennsylvania Edison let awards 
of $3,250,000 for plant expansion. 

Heavy electrical equipment sales con- 
tinue to move forward at a good pace, 
with manufacturers reporting larger volume 
of orders. Production facilities are being 
used to capacity in most departments. 
Shortages of labor and raw materials con- 
tinue to be the bottlenecks. Curtailment 
of household electrical appliances is likely 
should shortages of raw materials become 
acute. Defense priorities are likely to be 
extended to more lines. 


PACIFIC COAST 


Pacific Coast stocks are heavy, but justi- 
fied by steady demand in large lots of all 
the staple items. There is little evidence 
of pyramiding, though a sudden cessation 
of demand would particularly affect this 
distant zone. Purely electrical contracts 
cover $147,000 for Mare Island and $517,000 
for Bremerton, for installation of quay and 
drydock electrical service; a $368,500 
award for power plant and its distribution 
at Ogden, Utah, base, and a $103,495 
award for outdoor bus and switch installa- 
tion at Bonneville. Three-shift operation 
in San Francisco and Richmond shipyards 
has occasioned the purchase of 160 1,500- 
watt floodlights, with 370 kw. already 
installed. 

Pacific Gas & Electric is adding four 
15,000-kva. transformers at its Albany sub- 
station, part of a $510,000 project to pro- 
vide additional power for San Francisco. 
Industrial business includes $40,000 of 
sizes 15, 20 and 50 hp. G. E. motors for 
an Oakland shipyard; 36 5-hp. motors and 
controls and three 1,500-kva. Pyranol 
transformers for the Richmond shipyard 
handling a 50-ship British order; three 
700-kva. generators, value $50,000, for Ari- 
zona _ installation; $15,000 special 1-hp. 
sounding equipments; $10,000 welding 
rods; a G. E. Diesel electric locomotive, 
costing $17,500, for Columbia Steel, and 
$15,000 electric ovens and heating equip- 
ment for a magnesium plant; $914,276 was 
lot bid for the 183-mile, 230-kw. steel tower 
link between Grand Coulee plant and 
Covington. 
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NEW ENGLAND 


A 5,000-kw. Westinghouse topping tur- 
bine unit and a 212,000-lb. per hour, 850- 
lb. Riley boiler have been bought by Taun- 
ton (Mass.) Municipal Lighting Depart- 
ment. Negotiations for small motors for 
oil pumping service are active and book- 
ings of 5-hp. to 10-hp. units are in good 
number. 

During the past month government 
awards reached a new high record for this 
district. Connecticut is operating at new 
highs in man-hours and in the Hartford 
district at a rate 178 percent above the 
previous high level of 1929. Continuance 
of this will depend largely on the avail- 
ability of raw materials, particularly 
copper and zinc, a growing shortage of 
which may hamper production among the 
brass industries. 

Public Service of New Hampshire’s 
merchandise sales in 1941 to June 1 totaled 
$344,196, compared with $225,809 for the 
corresponding 1940 period. Broadening de- 
fense frontiers, however, are likely to cur- 
tail future deliveries. Domestic appliance 
sales are strong, with refrigerators in much 
demand due to the expansion of numerous 
government and private housing projects. 

United States Rubber Co. will construct 
under government plan a new synthetic 
rubber plant at Naugatuck, Conn., at a 
cost of $1,250,000. Inquiries for cafeteria 
cooking appliances for industrial plants 
are increasing. Additional housing units 
for army cantonments in this area which 
will require a large volume of wiring sup- 
plies are being planned for construction 
during the coming summer months. 


CHICAGO 


Industrial activity continued to pick up 
additional momentum in this region. Manu- 
facturers are seeking to expand facilities 
and are placing a larger number of sub- 
contracts, which are especially beneficial 
to this area. Employment and payrolls are 
still moving steadily upward, a condition 


largely responsible for maintaining the 
high level of retail trade. Industrial and 
residential construction shows a _ wide 
margin of gain over last year. 

Of 35 manufacturers reporting May 
sales to the Electric Association, 22 


showed increases over April, while 32 had 
gains over May, 1940. Central-plant air- 


conditioning installations during May 
numbered 79 with 1,161 hp., compared 


with 63 totaling 677 hp. in the same month 
last year. Electric room cooler sales were 
255, as against 139 during May last year. 

Bids have been requested on 52,240 feet 
of various sizes of fire alarm cable, 1,000 
525-watt, 500 325-watt and 900 550-watt 
transformers. Contract was awarded for 
extension of electrical distribution system, 
street lighting and protective fence light- 
ing at the Savanna, Ill., ordnance depot 
for $95,300. 

Defense contracts awarded in this area 
last week included the following electrical 
equipment: Switchboards, $21,142;  tele- 
phone apparatus, $12,485; transmitters, 
$41,580; welders, $30,740: wire and cable, 
$14,414; circuit breakers, $17,632; port- 
able drills, $110,703; electric furnaces, 
$24,990: turbine, 75,800. 
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Stocks and Bonds Move in Narrow Range 


PRICE TRENDS OF 
ELECTRIC UTILITY 
SECURITIES 





1932 1933 1934 1935 1936 1937 1938 1939 1940 Jan.Feb.Mar: Apr. May June 


Unsubstantial changes in the prices of electric light and power stocks during the past 
week left the “Electrical World” stock index unchanged at 23.6; last year, 27.5. Bonds 


dipped—" Electrical World” index, 105.7; 


last week, 105.8; last year, 104.3 





United Light Faces 


Cut in System 


Securities and Exchange Commission 
in a tentative opinion held that the 
United Light & Power Co. could not 
retain as additional systems to the 
Kansas City electric system within the 
system any of 
states which 
Kansas and Missouri. 


same holding 
the utility 
did not adjoin 
The Kansas City system constitutes an 
integrated system within the meaning 
of the statute. SEC found. 

This would require that “disposition 
must be made by Continental Gas & 
Electric Corp. of its interests in Colum- 
bus and Southern Ohio Electric Co., 
Point Pleasant Water & Light Co. 
Panhandle Power & Light Co.” 


company 
properties in 


and 


tion Co. and Continental Gas & Electric 


Corp., together with two operating 
companies, lIowa-Nebraska Light & 


Power Co. and Columbus and Southern 
Ohio Electric Corp. 

With regard to the American Light 
& Traction Co., the commission 
gested that it dispose of the San An- 
tonio Public Service Co. Likewise, it 
said, non-utility properties owned in 
Texas would have 
integrated 


sug- 


no place in a single 
built around the 
system’s Michigan properties. 


system 


Stock Exchange Ends 


The time for exchange of common 
stock of the San Diego Gas & Electric 
Co. for debentures of its parent, the 
Standard Gas & Electric Co., ended on 


C. & S. and Alabama 
Power File Issue 


Papers have been filed with the 
Securities and Exchange Commission 
on behalf of the Commonwealth & 
Southern Corp. and Alabama Power 
Co. looking to the refunding of Ala- 
bama’s bonds in the amount of $95,- 
584.000. It is anticipated that these 
bonds will be refunded by the issuance 
of $83.878.000 principal amount of first 
mortgage 30-year bonds and borrowing 
from banks of $8,000,000 on 214 percent 
installment notes repayable in sixteen 
equal semi-annual installments. 

As a part of the program authority is 
sought by Commonwealth & Southern 
Corp. to increase its investment in the 
common stock of Alabama Power Co. 
without the issuance of additional 
shares by turning over to it all the 
stock and obligations of the South- 
eastern Fuel Co. and through the sur- 
render for cancellation of 11,302 shares 
of preferred stock of Alabama Power 
Co. presently owned by it, which, at 
$100 per share, amounts to $1,130,200. 


Permits Note Extension 


SEC has approved the Oklahoma 
Power & Water Co.’s declaration re- 
garding extension from August 1, 1941, 
to August 1, 1942, of the maturity date 
of seven 5 per cent promissory 
totaling $ 


412.000. 


notes 
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: ae 20 the ee “ae June 14. On June 11 $6,948,300 of  spnerican Gas & Electric si snes 
the dissolution of the United Light & Standard Gas debentures had been ex- and subs. $14,570,492 $14,747,427 
: ae tile tandard Gas de os o had been « *Alabama Power “) *s361'716 | 3'891'965 
Power Co., the top company in the changed for 402.879 shares of San “Carolina Power & Lt... 3,863,108 2.528.820 
eae ; a J ita . ae , oa oh *Consum Power .... 11,314,473 222, 
system, and of United Ame rican Co., Diego common stock. aa... 4'750'968 41649'814 
an intermediate holding company. *Gulf States Utilities..... 2,356,623 2,851,071 
rye ° ° « *Nebraska Power .. 1,725,358 1,691,999 
With compliance with these orders and *New Orleans Pub. Serv. 2:481,055 2'586.05| 
aed Bll Baas . *Ohio Edison .... 4,289,381 4,155,726 
the sale of United’ _ interest in the Named Voting Trustee cpencayivente Power Us. egoaes | slant 
Northern Natural Gas Co., which *Puget Sound Pwr. & Lt : eidh 
United has said it intends to dispose of, William Carnegie Ewen has become ont _ & Light... alia? atta 
the system would have remaining three a voting trustee of Kansas City Public "Virginia Elec. & Pwr..... 4,250,468 = 3,916,139 
- : : " : ; $ : : : y *Washington Water Pwr. 
holding companies—United Light & Service Co. in place of H. B. Hiltz, and sub. ... 2,466,261 3,219,494 
Railways Co., American Light & Trac- _ retired. “Twelve tenths ended Apel 30, 
New Issues of Electric Light and Power Securities in May 
; ; Amount Period | : Interest Per Cent 
Name of Company (Par Value) Offered to | (years) | Class Purpose Rate Price Yield 
lowa Elec. Lt. & Pwr.. a $2,000,000 | | P laced privately... 30 ir Ist mtge. bonds, series B) Capital e sxpenditures.. . 314 101 "i 3 17 
1,050,000 | Placed priv ately. . ‘| 1-10 | Ge on. mtge. serial notes.}| Capital expenditures. . : 314 100 3.25 
Southwestern Pub. Serv...... 3,421 000 Placed priv ately.. 25 ‘Ist mtge. “sinking fund) POORER. 5 6c a ccuns 334 10514 | 3.42 
‘| bonds, series A 
Union E leo. OE IRs oc wate sce 80,000,000 | Public........... | 30 | Ist mtge. "eal. trust " Refunding BST T oe ee 33% 1073< ry 2.99 
| | bonds 
155025000 | Public. . 0.55... | Preferred stock. . PROP OMUNE.:..D..4610 ss 0 | 44 10514 | 4.26 
Louisville Gas & Elec....... | 19,519, 800 ‘Stockholde rs and sy | Cum. of. ee ee POONER. 60 ke ees | . 3 27% mm 587 
| public | | 
~ a wisn ; eS - 
WRN ccwiati nec tensald | $121,815, 800 | ; 
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Manufacturers Make 
Sales Assignments 


(Announcement has been made of the 
transfer of R. D. Yoder from the Mil- 
waukee headquarters of Cutler-Ham- 
mer, Inc.. to the company’s Cincinnati 
office. 

Delta-Star Electric Co., Chicago, 
has announced that they are now rep- 
resented in Detroit, Mich., by the Wise 
Equipment Co., General Motors Bldg., 


Detroit. The personnel of this firm 
consists of C. E. Wise and E. L. 
Johnson. 


Eureka Vacuum Opens 
New Minneapolis Quarters 


Announcement of the opening of 
new quarters in Minneapolis by the 
Eureka Vacuum Cleaner Co. has been 
made by George T. Stevens, 


vice- 

president in charge of sales. 
Mr. Stevens, who was principal 
speaker at a banquet held in honor 
of the occasion, said that the com- 


pany had moved its Minneapolis op- 
eration from 10th and Nicollet to a 
new. larger and more modern suite of 
offices at 135 South 11th Street. 

\. H. Schneider, Eureka Minneapo- 
lis division manager. presided at the 
ceremonies, which included a banquet 


at the Curtice Hotel. More than 30 
members of the Eureka distributing 
organization from Minnesota. Wiscon- 


sin and North and South Dakota at- 
tended. 
8 


Reliance to Pay Dividend 


Reliance Electric & Engineering Co. 
has declared a dividend of 3714 cents 
per share on the common shares of the 
company. payable June 26 to  stock- 
holders of record June 16. The dividend 
brings te 62% cents the amount for the 
year to date. In 1940 the company made 
payments of 25 cents in March, 25 cents 
in June. 37144 cents in September and 
90 cents in December, a total of $1.3714 
for the vear 

° 


Let Bonneville Contracts 


Procurement Office, Bonneville 
Power Administration, Department of 
Interior, Portland, Ore., has awarded 
contract to Westinghouse Electric & 
Manufacturing Co. at $137,359 for 12,- 
500 kva. transformers for power sub- 
station service for Bonneville trans- 
mission system (Circular 1904). Also 
contract has been let to Allis-Chalmers 
Manufacturing Co. at $25,223 for 15 
kv. oil circuit breakers for Alcoa 
power substation of Bonneville trans- 
mission system (Circular 1789). 
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Sales Opportunities 


Dixon, Itt.—lIllinois Northern Utilities 
Co., Dixon, has plans maturing for exten- 
sions in primary and secondary lines in 
parts of DeKalb, Henry, Whiteside, La- 
Salle and neighboring counties for expan- 
sion in rural electric system, including 
service facilities for additional consumers. 


Mountain Home, IpaAno — Bureau of 
Reclamation, Boise, Idaho, receives bids 
until July 7 for construction of Anderson 
branch dam and_ hydro-electric power 
plant in vicinity of Mountain Home, Boise 
project (Specifications 965). 


Granp Istanp, Nes.—Loup River Pub- 
lic Power District, Columbus, Neb., plans 
three new 115-kv. transmission lines for 
expansion in grid system in State, to 
include a power line from Johnson hydro- 
electric generating station near Ravenna, 
Buffalo County, to Grand Island, close to 
40 miles; another line from last noted 
point to Tamora Junction, by way of 
York, approximately 75 miles, where con- 
nection will be made with present trans- 
mission line between Columbus and 
Lincoln: and a third line from Columbus 
to connection with power substation at 
Omaha, by way of Wahoo, close to 100 
miles. Nebraska Power Co., Omaha, will 
secure additional power supply from 
District at last noted point, where power 
substation will be enlarged and additional 
equipment installed. Program also includes 
expansion in power substation at Lincoln 
for increased capacity. Entire project is 
estimated to cost about $1,800,000 and 
financing will be carried out through 
Federal aid. 


Mankato, Mrinn.—Continental Can Co., 
Inc., 100 East 42d Street, New York, N. Y., 
plans installation of motors and controls, 
switchgear, duct lines, industrial lighting 
facilities, transformers and _ accessories, 
conveyors, electric hoists and other equip- 
ment in new branch plant on 20-acre site 
at Mankato, comprising main one-story 
unit, totaling about 220,000 sq.ft. of floor 
space. Cost estimated over $600,000. Work 
will begin soon. 


Cricaco, Itt.—Commonwealth Edison 
Co. has taken out permit for construction 
of proposed addition to generating sta- 
tion at 1110 West Cermak Road, with 
steel superstructure estimated to cost about 
$72,000, exclusive of equipment. Work will 
be placed under way at once. Additional 
equipment will be installed for increased 
capacity. Sargent & Lundy, Inc., 140 South 
Dearborn Street, is consulting engineer. 


Carperock, Mp.—Bureau of Yards and 


Docks, Navy Department, Washington, 
D. C., receives bids (no closing date 
stated) for floodlighting system at naval 


experimental model 
(Specifications 10462). 


New York, N. Y.—New York Central 
Railroad Co., 466 Lexington Avenue, F. S. 
Austin, purchasing agent, receives bids 
until June 30 for quantity of conduit, 
condulets, insulating magnet wire and 
other electrical equipment (Serial Con- 


tract No. 9, 1941). 


Houston, Tex.—Hughes Tool Co., 300 
Hughes Street, manufacturer of oil well 
tools and equipment, plans installation of 
motors and controls, switchgear, transform- 
ers and accessories, industrial lighting 
facilities, conveyors and other equipment 
in new plant on Beaumont Road for pro- 
duction of aircraft parts and equipment 


basin, Carderock 
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for Government. Cost about $3,659,000, of 
which approximately $2,850,000 will be 
expended for machinery and equipment. 
Total fund noted will be secured through 
Government for project. 


Denison, Tex.—United States Engineer 
Office, Denison, has secured appropriation 
of $8,100,000 for current work on Denison 
dam and_ hydroelectric power project. 
Plans are under way for installation of two 
additional 33,000-kw. hydraulic turbines 
and generating units, with auxiliary equip- 
ment, increasing cost of development by 
about $3,300,000. It is reported that con- 
tracts to be placed for power station and 
other electrical equipment in coming 
months, exclusive of two turbine units 
noted, will approximate $2,000,000. Up to 
present time a total of $21,588,321 has been 
allotted for project out of a total estimated 
cost of $48,532,321. 


Roanoke, Va.—City Council, W. P. 
Hunter, city manager, receives bids until 
July 2 for installation of lighting equip- 
ment at municipal airport, including ro- 
tating beacon on 75-foot tower, about 51 
boundary lights, quantity of obstruction 
lights, floodlights, ete., with complete 
operating and contro] system. 


Hampen, Conn.—High Standard Manu- 


facturing Co., Inc., New Haven, Conn., 
manufacturer of automatic pistols and 
kindred products, plans installation of 


motors and controls, transformers and ac- 
cessories, switchgear, duct lines, interior 
and exterior lighting systems, conveyors, 
electric hoists and other equipment in new 
plant at Hamden for production of ma- 


chine guns for Government. It will 
comprise several large one-story units, 


estimated to cost $4,300,000 and fund in 
that amount for buildings, machinery and 
equipment will be provided by Defense 
Plant Corp., Washington, D. C., Federal 
agency. Douglas Orr, 96 Grove Street, New 
Haven, is architect. 


Woopstock, ILtt.—City Council, Wood- 
stock, receives bids until July 18 for equip- 
ment for municipal power plant, including 
boiler unit, feedwater heater, boiler feed 
pump and accessory apparatus. 


Vinita, Oxia-Grand River Dam Au- 
thority, Vinita, T. P. Clonts, general mana- 
ger, plans construction of a magnesium 
reduction plant for production for Gov- 
ernment and is arranging for early selection 
of site in vicinity of Muskogee. Proposed 
plant will comprise several large one- and 
multi-story units; installation will include 
motor-generator sets, motors and controls, 


switchgear, duct lines, interior and ex- 
terior lighting systems, electric hoists, 
conveyors and other equipment. Power 


supply will be secured from hydroelectric 
power station of Authority on Grand River, 
near Pensacola, Okla., and transmission 
line will be extended from present ter- 
minus to plant site, when location is 
definitely determined, with power  sub- 
station for works service. Entire project is 
estimated to cost close to $12.000,000. 
Proposed financing through Federal aid. 


Skokie, Itt.—Public Service Co. of 
Northern Illinois, 72 West Adams Street, 
Chicago, has approved plans for addition 
to power plant at Skokie, 43x82 feet, for 
expansion in steam department, and will 
proceed with erection at once. Sargent & 
Lundy, Inc., 140 South Dearborn Street. 
Chicago, is consulting engineer. 
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EW EQUIPMENT 


Transformer 


For use with portable instruments and 
recorders in delta connection, a new port- 
able potential transformer is inclosed in an 


Type ''PV-130'' portable rm 
transformer; input voltages between 230 and 
2,300: output voltage 115 on 60-cycle circuits. 
eae Elec. & Mfg. Co., East Pitts- 
burgh a. 


ulti range potentia 


aluminum case and has polished nickel 
terminals to avoid any assumptions concern- 
ing their insulation. Accuracy is said to be 
plus or minus 0.25 percent both on ratio 
and phase angle between 0 and 200 per- 
cent rated values. 


Testing Instrument 


Wattage consumption, volts, amperes and 
resistance of electric appliances, such as 


Utility tester:' | ,000/5,000 
watts, 0-1 /10/50/ | > ,0 volts 
0-1/10/50/100 amp., ( Supe- 
rior Instruments Co., 

York. N.Y 
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motors, ranges, heaters, ironers, sun lamps 
and toasters used on either a.c. or d.c. 
circuits, can be measured by this one 
instrument, which has a_ self-contained 
battery. Toggle and rotary switches are 
provided for respective meter ranges. 


Ventilator 


inior'' kitchen ntilator; 570 cfm. free 


Emerson Electric Mfg. Co., St. Louis, 
Mo. 


Ventilator with built-in wall box has 
square outside frame, telescoping round 
sleeve adjustable to wall thickness 53 to 13 
in., fan and grille as one unit, weathertight 
outer door, and chain operation which re- 
leases switch and opens door. 


Fluorescent Fixture 


Industrial lighting fixture is suitable for 
large-area lighting, has open ends and is 


Model ''2025"' industrial lighting fixture, uses 
two 100-watt, 60-in. fluorescent lamps. Mitchell 
Manufacturing Co., 2525 Clybourn Ave., Chi- 
cago, Ill. 


adaptable for continuous strip mounting. 
Adjustable brackets are provided for any 
desired mounting angle. 


Secondary Rack 


Unit-built'’ secondary 
able Iron Co., 1/80! 
cago, Ill. 


rack. Illinois Malle- 
Diversey Parkway, Chi- 


Basic units of rack are base, bracket 
for spool insulator, and bracket bolt, which 
can be assembled on the job. Two or 
more combinations may be developed in 
assembly, and rack can be salvaged if line 
is dismantled. Spacings also may be varied. 
Use of individual insulator pins permits 
replacement of broken insulators without 
disturbing other conductors on the rack. 


BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Cooling Unit 


Designed to be used with a method of 
bringing summer comfort to the home, the 
cooling unit is installed in the attic. Fan 
unit is inclosed in a square wooden hous- 


Home 


sizes 36, 42 and 48 
Bridgeport, Conn 


cooling unit; far 
General Electric Co., 


ing which is designed to prevent transmis- 
sion of noise and is mounted on rubber 
blocks. Moving parts of fan unit are iso- 
lated from other parts by rubber. Size of 
cooling unit should be sufficient to provide 
a complete air change once a minute 
throughout the house where protracted hot 
summer is customary. 


Isolator 


Outdoor cable isolator: rated 15,000 volts, 
600 amp. Electrical Engineers Equipment Co., 
Melrose Park, Ill. 


Recently developed outdoor cable isolator 
is an addition to the line which is available 
in other ratings from 200 to 2,000 amp. 
and 7,500 and 15,000 volts. 


Service Lamps 


New type of vibration service lamp an- 
nounced by the company has filament 
cushioned against shock and concussion 
of vibration, by four molybdenum pigtail 
springs welded to six flexible filament sup- 
ports. Entire stem unit has been shortened 
and made flexible. In appearance lamp has 
same over-all length as an ordinary bulb, 
but is made in a bulb of wider diameter 
to increase conductivity of heated gases. 


Vibration service lamps 

200 watts in five separate 

110 to 130 volts, and in four 
voltages from 220 to 250 
finish either inside frosted or 
Appliance Corp., Brookly: N 


voltages fr 
separate nian 
volts. Standé 


slear. Wabash 
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